Site Name 

HEELEY BANK ROAD 




Shallow rooting in the Plant in new 800 pit 

o/s 87-89 TR: Felling f/w, will be damaged Prunus avium o/s-between 87-89, Malus 'Rudolph' 

upon planing off (same as old tree) 







